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HKa qu i 

_ ' ■ - .. - 

ministry of commerce and industry 

(Department of Industrial Policy and Promotion) 

NOTIFICATION 
New Delhi, the 9th May, 2012 

aS.R. 347(E)._01 exercise of the powers conferred by clause (f) of sub¬ 

section (lA) of section 28A of the Boilers Act, 1923 (5, of 1923), the Central 
Government hereby makes the following rules further to amend the Boiler 
Attendants’ Rules, 2011, namely>- 

1. (1) These Rules majy be called the Boiler Attendants’ (Amendment) Rules, 

2012 . 

(2) They shall come into force on the date of their publication in the 
Official Gazette. 

2. In the Boiler Attendants’ Rules, 2011, (hereinafter referred to as the said 
rules), in rule 9, in sub-rule (1) of Hindi version, the word ‘'Central” shall be 
omitted. 

3. In the said rules, in rule 23, for sub-rule (2), thd following sub-rules shall be 
substituted, namely:- 

“(■2) A certif cate of the Second Class shall qualify the holder thereof to be 
in-charge of a single boiler with steam pipes of any type, the total heating 
surface of which does not exceed two hundred square meters. 

(2A) A Second Class boiler attendant may, however, attend to a battery of 
boilers consisting of not more than three connected boilers not exceeding two 
hundred square meters in aggregate of total heating surface and such boilers 
shall be situated within a radius of thirty meters in the same premises and 
belong to one owner; 

;• -i 

Provided that boiler attendant shall be assisted by such number of firemen 
as are considered necessary by the Chief Inspector or Director of Boilers. 

4. In the said rules, in rule 24, after sub-rule (2), the following sub-rule shall be 
inserted, namely;- 
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‘^(3) A p^son holding a certificate as Boiler Attendant issued by an 

PT ,1 ^ “ 1 'T' * T .rm t-r^ ^ Uk ■* Y + 1-» \ 1-1 r» *-1-1 n Wl "f Q + f Ti O t'/^ 

liiuiistllcll iioilllilg 1115 UIUIC uy Ul\^ avxcuicuciijiitiu- 

of Vocational Examination and having a post qualification experience of 
not less thrni one year in the capacity of a Fireman or Operator or an 
Assistant Fireman or an Assi.stant Operator on a steam boiler may make 
an application to the Chairman of the Board in the State of Maharashtra, 
for endorsement, to have the certificate, equivalent to the Second Class 
Boiler Attendant Certificate of Competency.'’ 


5. In the said rules, in rule 31, for sub-rule (b), the following sub-rule shall be 
substituted, namely:- 

“(b) has ser\'ed for not less than two years, in the capacity of a Fireman 
or Operator or Pump man or Water man or an Assistant Fireman or 
Assistant Operator on a steam boiler 


6. In the said rules, for “Form C*’, the following Form shall be substituted, 
namely:- , 

“Form C 
(See Rule 41) 

(Second Class Boiler Attendant Certificate of Competency) 

(Granted under rule 41 of the Boiler Attendants’ Rules, 2011) 

No. _ of_ 


Shri 


aged about 


\r _ + 

1 cciia, ai iJitstiii a\. __— _. .. - 

having satisfied the Board of Examiners of his competency to fulfill the duties 

of Second Class Boiler Attendant, is granted under the Boiler Attendants’ 

Rules, 2011, this certificate of competency as a Second Class Boiler Attendant 

\ 

authorizing him to have charge of a single boiler with steam pipes of any type, 
the heating surface of whfch does not exceed 200 square meters. He may, however, 
attend to a battery of boilers consisting of not more than three connected boilers 
(not exceeding 200 square meters in aggregate of total heating surface) provided that 
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such boilers shall ihe situated within a radius of 30 meters in the same premises and 
belong to one owner aind provided that he is assisted by the number of firemen as are 
considered necessary by the Chief Inspector of Boilers. 

Dated at_this_day of_20 | 


Secretaiy Chairman 

. Board of Examiners ‘ Board of Examiner 

Description Roll 

PHOTO I -Date and Place of Birth. 

2. Permanent address. 

3. Nationality. 

4. Height (without shoes) .. 

5. Marks of Identification. 

6. Left Thumb impression... 

Signature of applicant 

Endorsements^___ 

■. [F. No. 6( 11 )/2009-Boilers] 

SHUBHRA SINGH, Jt. Secy. 
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